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Patient Name daa) dhela "laaj daaa" Ly Sample No. : CN20/0002800 
Patient Name : RUBA MOHAMMAD ISMIL AL-AHMAD Patient No. : 20/0001941 
Sex ' Femail Sample Time : 12:15 PM 
Consultant Number Of Test -1 

Age : 40 Year(s) Sample Date : 17-JUL-2021 


COVID 19 BY PCR 


Sample Nasopharyngeal Swab 

Test Name Multiplex Real-time PCR System for detection of 2019 Novel Corona Virus (COVID 19) 
Method RT-PCR 

Results Not detected / Glas pė 

Remarks 


A positive result is considered definitive evidence of infection, however, a negative result does not 
definitively rule out infection. 


Printed at : 19-7-2021 1:30:13PM Page 1 of 1 Lab Director: 


Online result. Please refer back to the laboratory for an original copy 


